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grants in aid in audiology, 717 

home study course, 717 

scholarship for students of lipreading, 349 

=e of Illinois initiates modified program, 

9 


Eisenstodt, L. W. 

Scleroma of nose and lip, *446 
Electroencephalography: See under Brain 
Electronystagmography: See Nystagmus 
Encephalitis 

— media and complications [review by Dysart], 


Endolymphatic Sac 
lymph vessels in wall [Arnvig], *290 
Endoscopy 
peroral [review by Clerf & others], 679 
Endotracheal Anesthesia: See Anesthesia 
Epistaxis: See Nose, hemorrhage 
Ersner, M. 8S. 
Psychophysiology of speech hearing, *182 
Reconstruction of orbital floor using stainless 
steel wire mesh, *658 
Esophagus: See also Deglutition; Fistula; Hernia 
diseases: peroral endoscopy [review by Clerf & 
others], 679 
foreign bodies in food and air passages: peroral 
endoscopy [review by Clerf & others], 698 
foreign body: removal by external approach, 716 
lye burns of: management, 604 
lye burns: peroral endoscopy [review by Clerf & 
others], 681 
tumors: peroral endoscopy [review by Clerf & 
others], 682 
Eustachian Tube 
observations on [Perlman], *370 
Explosions 
chronic progressive deafness and otosclerosis [re- 
view by Juers & others], 330 
Eyes 
allergy [review by MacQuiddy & Holyoke], 570 
diseases: “E.N.T. negative,” pitfall to avoid in 
diagnosis [Lederer], *27 


‘Face 
cancer: of center, 715 
defects: use of iliac bone in repair of cranial de- 

fects and, 714 

gr 1 : idiopathic, of midline tissues of, effect 
of cortisone on, 345 

paralysis: See Paralysis, facial 

surgery: use of skin flaps in repair of facial de- 
formities, 713 


| 


Farmer, W. D. 

Cerebrospina’ 
fistula, *451 

Fenestration: See also Deafness, therapy; Hearing, 
tests; Otosclerosis, therapy 

endaural surgery, 234 

hearing results: long term, 
Shambaugh], *243 

hemostasis in operation, 596 

irradiation therapy of: and radical mastoidectomy 
cavities, 233 

postoperative: effectiveness of dramamine, 233 

technic: original, for otosclerosis, 233 

Fibrolipoma: See Bronchi 
Fibroma: See under Frontal Sinus; Palate 
Figi, F. A. 

Removal of carcinoma of larynx with immediate 

skin graft for repair, 343 
Fistula 

craniomastoid: cerebrospinal 
{Ames & others], *451 

tracheoesophageal: peroral endoscopy [review by 
Clerf & others], 682 

uncommon conditions in field of otolaryngology 
seen in office practice [Peele], *492 

Flagg, P. J. 

Incidence and control of trauma accompanying 
endotracheal anesthesia: survey based on re- 
sponse of 150 leading laryngologists and my 
experience of 25 years in use of method, *439 

Fomon, 

Physiological principles in rhinoplasty, *256 
Forceps: See under Instruments 
Foreign Bodies 

in bronchus [Miller], *68 

esophagus: removal by external approach, 716 

in food and air passages: peroral endoscopy [re- 
view by Clerf & others], 698 

in nose: tetanus resulting from, 707 

Fowler, E. P. 

Signs, emblems and symbols of choice in plotting 

threshold audiograms, *129 
Fox, S. L. 
Clinical evaluation of substituted ammonium sac- 
charins for nasal medication, *607 
Fractures: See Nose; Temporal Bone 
Froeschels, E. 
ee voice; following laryngectomy, therapy, 


rhinorrhea from  craniomastoid 


study [Adin & 


rhinorrhea from 


Frontal Sinus 
intracranial lesions simulating involvement of, 711 
ossifying fibroma of [Ball], *460 
sinusitis: acute suppurative, intracranial compli- 
cations, 340 
sinusitis: acute, treatment, 341 
surgery: place of obliterative operation in, 711 
Fungi: See Blastomycosis 


German Measl 
Gervais, R. F. 
Lymphangioma of larynx, *83 
Giaccai, F. 
Observations about presumed action of sodium 
bicarbonate on otolithic crystals, *434 
Gingivostomatitis: See Gums; Mouth 
Glomus Jugulare: See Chromaffin System 
Goodale, R. L. 
Treatment of acute frontal sinusitis, 341 
Gould, W. J. 
Action of dimenhydrinate (dramamine) 
other drugs on vestibular function, *308 
Grafts: See Bones, transplantation; Cartilage, trans- 
plantation 
Grant, R. N. 
Nonchromaffin paraganglioma of 
(glomus jugulare tumor), *406 
Granuloma: See also Face; Larynx 


ulcer: bilateral contact, following endotracheal 
anesthesia [Wright], *670 


: See Rubell 


and 


middle ear 


Granuloma—Continued 
uncommon conditions in field of otolaryngology 
seen in office practice [Peele], *492 
Gums 
gingivostomatitis: herpetic, treatment with ozonide 
of olive oil, 713 
Gutner, L. B. 
Action of dimenhydrinate (dramamine) and other 
drugs on vestibular function, *308 


Harelip 
cleft lip: small triangular flap operation for pri- 
mary repair of cleft, 714 
Harris, H. H. 
Tumors of larynx: review of 116 cases, *640 
Hay Fever 
allergy [review by MacQuiddy & Holyoke], 565 
humidity, sinusitis and, 708 
Head: See also Cranium 

pain: modern role of rhinologist in diagnosis and 

therapy of cause, 345 
Headache 

allergy [review by MacQuiddy & Holyoke], 572 

causes, 236 

pain and [review by Salinger], 228 

pain: originating in nasal and paranasal struc- 
tures: experimental studies, 337 

Hearing: See also Deafness 

aids, 237, 333 and 700 

aids [review by Lewy & others], 120 

audiology: grants in aid, 717 

bone conduction: insulating effect of mastoid 
process on, 33 

fenestration surgery: study of long term results 
in [Adin & Shambaugh], *243 

loss: due to nutritional deficiency: further studies 
on influence of vitamin A in certain types of 
impaired hearing [Lobel], *515 

rehabilitation [review by Lewy & others], 123 

speech problems and: in children: observations 
and use of electroencephalography [Marcus], *134 

of speech: psychophysiology of [Saltzman & 
Ersner], *182 

tests [Lewy & others], 99 

tests: clinical reliability of bone conduction audi- 
ometry, 232 

tests: of fenestration patients [review by Lewy & 
others], 112 

tests: signs, emblems and symbols of choice in 
plotting threshold audiograms [Fowler], *129 

trauma and general diseases [review by Lewy & 
others], 115 

Hearing Foundation 
organized by hearing aid industry [review by Lewy 
& others], 126 
Hemorrhage : 
tomy; etc. 
Hemostasis 
in fenestration operation, 596 
Hernia 

hiatal: of esophagus: peroral endoscopy [review 

by Clerf & others], 682 
Hickey, M. D. 

Nasopharyngeal malignant tumor: 

dition, *53 
Hinton, C. D. 

Brain abscess of frontal lobe complicating pan- 
sinusitis: report of case with operation and 
recovery, *655 

Histamine 

Bell’s palsy: 

intravenous use: 
ences with, 236 

Histamine Antagonists 
allergy [review by MacQuiddy & Holyoke], 584 
exploitation of, 337 

Holinger, P. H. 
Papilloma of larynx, 347 


See Adenoidectomy; Nose; Tonsillec- 


overlooked con- 


treatment with, 605 
clinical and therapeutic experi- 
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Holyoke, E. A. 
Allergy: summaries of bibliographic material avail- 
able in field of otolaryngology for 1949, 560 
Humidity 
hay fever, sinusitis and, 708 
Hydrocephalus 
otitic: otitis media and complications [review by 
Dysart], 477 
Hydrogen Peroxide 
otitis media: chronic purulent, treated with gly- 
cerite of, 23: 
otitis media: chronic, treated with mixture of 
ae streptomycin and penicillin [Vicen- 
cio], 


Hypertension: See Blood Pressure, High 


tlium 
in repair of facial and cranial defects, 714 
Infantile Paralysis: See Poliomyelitis 
Infants: See also Children 
bronchoscope: full lumen [Michelson], *93 
newborn: bronchoscopy in [Rosedale], *393 
Instruments 
— “stabilizer” for laryngoscopy [King], 


palate retractor and tongue protractor: combined 
[Neivert & Kallen], *675 

paracentesis needle: newly designed, for use in 
aerotitis media [Seltzer], *672 

Seltzer circular rhinoplastic saw, 708 

speculum: new, for use in surgery of nasal septum 
[Neivert & Kallen], *677 

stereofluoroscope for bronchial surgery [Miller], 
*68 

stopple for tracheotomy: laryngeal forceps and 

[Bunker], *198 

for suction and irrigation [Machado], *195 
tracheal stoma water guard [Rongetti], *97 

Internal Ear: See under Ear 

See Radi H rR + 
See under Instruments 


Irradiati 


Irrigation : 


Rays 


Jaws 
submandibular flap [Kostrubala & Stokes], *285 
surgery: case of reconstruction of maxilla follow- 
ing resection for carcinoma of antrum, 713 
John Tracy Clinic: See under Deafness 
Juers, A. L. 
Chronic progressive deafness and otosclerosis, 319 


Kallen, L. A. 
— palate retractor and tongue protractor, 
675 


— for use in surgery of nasal septum, 
6 


Keller, A. P., Jr. 
Blastomycosis of external auditory canal (Blasto- 
myces dermatitidis), *296 
Kerwin, R. W. 
Juvenile nasopharyngeal angiofibroma, *397 
King, N. E. 
Direct laryngoscopy aided by new laryngoscope 
“stabilizer,” *89 
Kostrubala, J. G. 
Submandibular flap, *285 


Labyrinth: See also Ear, internal 
disturbances: resulting from dental deformities, 
anatomical basis for, 703 
labyrinthitis: otitis media and complications [re- 
view by Dysart], 477 
pseudo labyrinthinopathies, 597 
Lachmann, J. 
Sarcoma of larynx, *299 
Ladouce, P. D. 
Sedimentation of aerosols in interior of sinuses, *316 
Lamina Propria: See Ear, tympanic membrane 


Larsell, 0. 
Nervus terminalis, 340 
Laryngectomy: See Larynx, surgery 
by new laryngoscope 
Larynx 
cancer : 


“stabilizer” 


choice of treatment in 1949, 341 

cancer: surgical treatment of, 601 

carcinoma: removal, with immediate skin graft 
for repair, 343 

carcinoma of: surgical therapy, 235 

cicatricial stenosis: surgical correction, of, 343 

granuloma: peroral endoscopy [review by Clerf & 
others], 683 

laryngectomized patient: 

papilloma of, 347 

papilloma of: review of 109 cases with prelimin- 
ary report of aureomycin therapy, 600 

paralysis: arytenoidectomy: preliminary study, 706 

paralysis: of bilateral abductor, surgical treat- 
ment of, 600 

sarcoma of [Lachmann], *299 

smoker’s: clinical pathological entity, 346 and 600 

surgery: therapy of alaryngeal voice following 
laryngectomy: contribution [Froeschels], 


rehabilitation, 343 


surgery: tracheal stoma water guard [Rongetti], 
*97 


tuberculosis: streptomycin therapy in [Cody], *1 
tumors: lymphangioma of [Cordray & Gervais], *83 
tumors of: review of 116 cases [Harris & Wattle- 
worth], *640 
Lateral Sinus, Thrombosis: See Thrombosis, sinus 
Lederer, F. L. 

“E.N.T. essentially negative’: avoidance of pit- 

falls in otolaryngology, *27 
Leshin, N. 

Functional examination of hearing: summaries of 
bibliographic material available in field of oto- 
laryngology, 99 

Lewis, J. 8S. 

Nonchromaffin paraganglioma of middle ear (glo- 

mus jugulare tumor), *406 


Lewy, A. 
Fifty years’ progress in scientific otolaryngology, 
*646 


Functional examination of hearing: summaries of 
bibliographic material available in field of 
otolaryngology, 99 

Lierle, D. M. 
Present status and future of otolaryngology, 343 
Lipreading: See under Deafness 
Lips 
nasolabial area: reconstruction by composite graft 
from concha, 708 
scleroma of nose and [Eisenstodt], *446 
Lobel, M. J. 

Is hearing loss due to nutritional deficiency? fur- 
ther studies on influence of vitamin A in certain 
types of impaired hearing, *515 

Loewy, A. 

Roentgenologic demonstration of facial nerve canal, 

*34 


Secondary tonsillary and adenoid hemorrhage in 

relation to barometric pressure changes, *527 
Lowenthal, G. 

Plaster skull cap with curved arm bumper guard: 
device for protecti of dep d zygomatic 
(malar) bone fractures following reduction 
{Lowenthal}, 466 

Lungs 

azygos lobe, 340 

complications in neurosurgical patients: treatment 
by tracheotomy [Taylor & Austin], *386 

suppurations: endoscopic treatment, 


tumors: peroral endoscopy [review by Clerf & 
others], 693 


—| 


burns of esophagus: management, 604 
burns: of esophagus: peroral endoscopy [review 
by Clerf & others}, 681 
Lymphangioma 
of larynx [Cordray & Gervais], *83 
Lymphatic System 
vessels in wall of endolymphatic sac [Arnvig], *290 


McDonald, J. R. 
Histology and histogenesis of cholesteatoma of 
middle ear and mastoid, *41 


Machado, R. 
—. and irrigation instrument [Machado], 


McKibben, B. G. 
Exostosis of external auditory canal, *668 
Orbitoethmoidal ost 
McMahon, B. J. 
Pathology of acute suppurative sinusitis, 340 
MacQuiddy, E. L. 
Allergy: summaries of bibliographic material avail- 
able in field of otolaryngology for 1949, 560 
Malar Bone: See Zygoma 
Mandible: See Jaws 
Marcus, R. E. 


Hearing and speech problems in children; observa- 
tions and use of electroencephalography, *134 
Mark, I. 


— tumor of skin of external auditory canal, 


Mastoid 
bone Kamesce ene : insulating effect of process on, 336 
cancer; of middle ear and, some experiences { 
olesteatoma of middle ear and: histolo; 
histogenesis [Begley & others), *41 
cholesteatomatous cysts of: secondary to incom- 


plete removal of cholesteatomatous matri - 
ley & Williams], *147 ee 


fistula: See Fistula 


surgery: new suction and _ irri 
(Mahadol” gation instrument 


surgery: radical mastoidectomy, irradiation th 
of fenestration and cavities from, 235 — 

Mastoidectomy : 

Mastoiditis 


— media: and complications [review by Dysart], 


See Mastoid, surgery 


Mattick, J. W. 
Some experiences in management of cancer of 
middle ear and mastoid, *610 
Mattick, W. L. 
Some experiences in management of cancer of 
middle ear and mastoid, *610 
Maxilla: See Jaw 
Maxillary Sinus: See also Sinuses, Nasal 


resection for carcinoma of antrum: case of recon- 
struction of maxilla following, 713 
Sinusitis: bacteriological examinations in, 603 
sphenoid sinus and [review by Salinger], 225 
Maxwell, J. H. 


Acute suppurative frontal sinusitis: 
complications, 340 


Measles, German: See Rubella 
Medicine, Psychosomatic: See Mind, body and mind 
Meissner, T. 0. W. 

Blastomycosis of external auditory canal (Blasto- 

myces dermatitidis), *296 

Membrane, Tympanic: See Ear, tympanic membrane 
Méniére’s Disease: See Vertigo, aural 
Meningitis 


intracranial 


occic: p itie complications with 
particular reference to otological sequelae [re- 
view by Lewy & others], 120 

~— media and complications [review by Dysart], 
475 

pneumococcic: treatment with massive doses of 

systemic penicillin, 710 


Meningitis—Continued 
recurrent: and cerebrospinal rhinorrhea, 338 
tuberculous: experimentally induced, 716 

Meyerson, M. C. 

Smoker’s larynx: clinical pathological entity, 346 

Michelson, R. P. 

Full lumen infant bronchoscope, *93 

Middle Ear: See under Ear 

Miller, A. H. 

Management of aspirated straight pins in bronchi 
utilizing stereoscopic fluoroscope, *68 

Tonsillectomy and adenoidectomy and poliomye- 
litis, *160 

Mills, W. H. 

Cerebrospinal rhinorrhea from craniomastoid fistula, 
*451 

Mind 
body and mind: psych tic headach 

Mononucleosis, Infectious 
facial nerve paralysis in, 712 

Morrison, L. F. 

Radiocobalt in otolaryngology, *153 

Morse, H. R. 

Reconstruction of orbital floor using stainless steel 
wire mesh, *658 

Motion Picture Reviews 
supplementary edition now available, 717 

Mouth 
gingivostomatitis: herpetic, treatment with ozonide 

of olive oil, 713 

Mucocele 

unilateral pansinal: simulating malignant neo- 
plasm [Anthony & Williams], *189 
Mycosis: See Blastomycosis 


236 


Nares: See Nose 
Nasal Sinuses: See Sinuses, Nasal 
Nasopharynx: See also Nose 
angiofibroma: juvenile [Kerwin], *397 
evaluation of Crowe’s method of irradiation, 715 
polypus: method for removal of pedunculated, 601 
Neil, J. H. 
Azygos lobe of lung, 340 
Neivert, H. 
Combined palate retractor and tongue protractor, 
*675 


New speculum for use in surgery of nasal septum, 
*677 


Physiological principles in rhinoplasty, *256 
Reduction of nasofrontal angle in rhinoplasty: dis- 
articulation technic, *196 
Neoplasms: See Tumors, and under names of organs 
and regions, as Larynx; Nasopharynx 
Nerves: See also Neuralgia 
facial: decompression, 715 
facial: roentgenologic demonstration of facial 
nerve canal [Tamari & Loewy], *34 
neurinoma of eighth, 233 
terminalis, 240 
Nervous System: See also Brain; Nerves; etc. 
headaches from neurological standpoint, 715 
sympathetic: role of otoliths in genesis of vesti- 
bulovegetative reflexes, 234 
Neuralgia 
pain and headache [review by Salinger], 228 
Neurinoma 
of eighth nerve, 233 
Newborn Infants: See under Infants 
Noise: See also Explosion ' 
hearing: damaged by [review by Lewy & others], 
115 
intense, and ultrasound: hazards [review by 
Lewy & others], 116 
Nose: See also Nasopharynx; Rhinology; Sinuses, 
Nasal 


Lye 
_ 
| 
| 


alal: post operative loss of tissue of, 710 

allergy [review by MacQuiddy & Holyoke], 560 
allergy associated with sinus disease, 709 

bifid: surgical treatment of, 602 

= us distribution and comparison of [Tremble], 


diseases: harm of empirical approach in diagnosis 
{Lederer}, *27 

diseases: modified diphtheria in immunized per- 
sons, 338 

foreign body in: tetanus resulting from, 707 

fractures: management, 707 

hemorrhage: cardiovascular epistaxis and naso- 
pharyngeal plexus, 236 

hemorrhage: in ear, throat and, 711 

hemorrhage: fatal nasal hemorrhage of rare oc- 
currence, 236 

hemorrhage: technic of postnasal packing for un- 
controllable epistaxis with ‘‘kite-tail’’ tampon, 
07 


medication: clinical evaluation of substituted am- 
monium saccharins for [Fox], * 

nasolabial area: reconstruction by composite graft 
from concha, 

pain: originating in nasal and paranasal struc- 
tures: experimental studies on headache, 337 

papillary sinusitis, 710 

posterior: treatment of complete unilateral bony 
atresia of posterior nares: new technique and 
brief reference to asphyxia neonatorum ([Bein- 
field], *530 

rhinorrhea: cerebrospinal, from craniomastoid fis- 
tula [Ames & others], 451 

rhinorrhea: cerebrospinal, 
and, 338 

scleroma : 


recurrent meningitis 


of lip and [Eisenstodt], *446 


septum: new speculum for use in surgery of [Nei- 
vert & Kallen], *677 

septum: problems in rhinoplastic surgery [Becker], 
*622 


splint: new type, 709 
surgery: carved cancellous bone grafts in rhino- 
plasty, 714 
surgery: early ambulation in, 710 
surgery: physical basis, 107 
surgery: ph 1 principl 
others], #256 
surgery: reduction of nasofrontal angle in rhino- 
plasty [Neivert], *196 
surgery: Seltzer circular rhinoplastic saw, 708 
tumors: nasopharyngeal, malignant, *53 
Nutrition: See also Vitamins 
deficiency: hearing loss due to: further studies 
on influence of vitamin A in certain types of 
impaired hearing [Lobel], *515 
Nystagmus 
electronystagmography : clinical, 703 


Obstetrics 
bronchoscopy in newborn infants: otolaryngologist’s 
contribution to [Rosedale], *393 
O’Keefe, J. J. 
Peroral endoscopy: progress in otolaryngology, 697 
Olive Oil 
ozonide of: treatment of acute herpetic gingivo- 
stomatitis with, 713 
Orbit 
reconstruction of floor using stainless steel wire 
mesh [Ersner & others], *658 
Osteoma: See Sinuses, Nasal 
Osteomyelitis 
paranasal sinuses [review by Salinger], 208 
Otitis Externa: See Ear, external 
Otitis Media: See also Mastoiditis 
chronic : tecad application of “sulfamylon” (para- 
{ami yl]-b sulf ide hydrochlor- 
ide) in otitis externa and: second report on 164 
infections in 122 patients, 704 


in [Fomon & 


chronic purulent: 
drogen peroxide, 

chronic secretory, 597 

chronic: treatment with mixture of glycerite of 
hydrogen peroxide, streptomycin and penicillin 
[Vicencio], *87 


and complications [review by Dysart], 468 
with effusion: challenge to otolaryngology, 596 
otorrhea: chronic, deafness due to, 232 
otorrhea: chronic tympanic insert for, 232 
suppurative: effect of discontinuous penicillin 
therapy in acute, with special reference to otitis 
in children, 598 
tuberculous: successfully treated with, 233 
Otolaryngological Societies 
directory of, 242, 352, 482 and 718 
Otolaryngology: See also Rhinology 
= and general therapy [review by Salinger], 


—— with glycerite of hy- 


empirical approach: harm of [Lederer], *27 
present status and future of, 343 
radiocobalt in [Morrison], *153 
scientific: 50 years’ progress in [Lewy], *446 
Otolith: See under Ear 
Otorrhea: See under Otitis Media 
Otosclerosis 


chronic progressive deafness and [revi 
& others], 319 ee 


therapy: fenestration operation: 
for clinical, 5 


therapy: original technic of fenestration for, 233 


Pain: 
Palate 
cleft: unilateral, management of, 599 
fibroma of, 599 
surgery: repair of extensive defects with skin 
tubes, 713 
Palsy: See Paralysis, facial 
Papilloma: See under names of organs and regions, 
as Larynx; Nose 
Paraaminosalicylic Acid 
tuberculous otitis successfully treated with, in two 
cases, 233 
Paraganglioma 
nonchromaffin: of middle ear (glomus jugulare 
tumor) [Lewis & Grant], *406 
Paralysis: See also Poliomyelitis 


bilateral abductor of larynx: surgical treatment of, 
600 


facial: Bell’s paisy, treatment with histamine, 605 
facial nerve: in infectious mononucleosis, 712 
facial: in otology, 704 
Paranasal Sinuses: See Sinuses, Nasal 
Parotid Gland: See Salivary Glands 
Pearlman, 8. J. 
Secondary tonsillar and adenoid hemorrhage in 
relation to barometric pressure changes, *527 
Peele, J. C. 
Uncommon conditions in field of otolaryngology 
seen in office practice, *492 
Penicillin: See Otitis; Otitis Media 
Perlman, H. B. 
Mouth of eustachian tube: action during swal- 
lowing and phonation, *353 
Observations on Eustachian tube, *370 
Petrositis: See Temporal Bone 
Petrous Bone: See Temporal Bone 
Pharynx: See Nasopharynx 
Phonation: See Speech 
Physicians 
responsibility toward hard of hearing and deafened 
{review by Lewy & others], 127 
Plasma: See Blood 


report of 425 


See under Headache; Sinuses, Nasal; etc. 
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Plastic Surgery: See under Face; Jaws; Lips; Nose, 
surgery ; Palate; Trachea; etc. 


Poliomyelitis 
and adenoidectomy and [Miller], 
*1 


tonsillectomy survey and: year 1949, 712 
Pollen: See Allergy; Hay Fever 
Polypi: See under names of organs and regions, 
as Nasopharynx 
Poppen, J. L. 
Tumor of carotid body: type presumably arising 
from glomus jugularis, *453 
Pray, L. G. 
Factors influencing late secondary hemorrhage fol- 
lowing tonsilloadenoidectomy, *277 
Pregnancy 
ital defects following maternal rubella [re- 
view by Lewy & others], 119 
Psychology 
importance of understanding patient as “person” 
in field of otolaryngology [Lederer], *27 
Psychophysiology 
of speech hearing [Saltzman & Ersner}, *182 
Psychosomatic Medicine: See Mind, body and mind 
Putney, F. J. 
Peroral endoscopy: progress in otolaryngology, 679 


Radioactivity 
cobalt: in otolaryngology [Morrison], *153 
balt: See Radioactivity 
Radiography 
adenoidal in 
of, 235 
Radium 
treatment in cancer of root of tongue, 716 
Respiratory Tract: See also Bronchi; Nasopharynx ; 
foreign bodies in food and air passages: peroral 
endoscopy [review by Clerf & others], 698 
infections: rational therapy fer common colds 
and nasosinusitis, 603 
infections: rationalization of aerosol therapy in, 
710 


ai 4 t t 


and tr 


respiratory emergencies in newborn: peroral en- 
doscopy [review by Clerf & others], 687 
Rhinology: See also Otolaryngology 
rhinologist: modern role in di 
of cause of head pain, 345 
Rhinoplasty: See Nose, surgery 
Rhinorrhea: See under Nose 
Riemenschneider, P. A. 
Tumor of carotid body: type presumably arising 
from glomus jugularis, *453 
Roentgen Rays 
Crowe’s method: evaluation, 715 
facial nerve canal: demonstration [Tamari & 
Loewy], *34 
irradiation of adenoid tissue, 339 
irradiation therapy of fenestration and radical 
mastoidectomy cavities, 233 
Rongetti, J. R. 
Tracheal stoma water guard, *97 
Rosedale, R. 8S. 
Bronchoscopy in newborn infants: otolaryngol- 
ogist’s contribution to obstetrics, *393 
Rothberg, M. 
pa tumor of skin of external auditory canal, 


is and th 


Rubella 
congenital defects following maternal [review by 
Lewy & others], 119 
Rubin, H. J. 
Toxicity of certain topical anesthetics used in 
otolaryngology: experimental study, *411 


Saceule: See Ear, internal 
Saccus Endolymphaticus: See Endolymphatic Sac 
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Salinger, 8. 
Paranasal sinuses: 


summaries of bibliographic 
material available in field of otolaryngology for 
1949, 200 
Salivary Glands 
aberrant tissue at base of tongue, 599 


Salts 
solutions: injections of hypertonic solution and dis- 
tilled water in treatment of vertigo, 236 

Saltzman, M. 

Psychophysiology of speech hearing, *182 
Sarcoma: See Larynx 
Sayad, W. Y. 

Physiological principles in rhinoplasty, *256 
Scars: See Larynx, cicatricial stenosis 
Schall, L. A. 

Rehabilitation of laryngectomized patient, 343 
Schattner, A. 

Physiological principles in rhinoplasty, *256 
Scholarship 

for students of lipreading, 349 
Scleroderma 

peroral endoscopy [review by Clerf & others], 679 
Scleroma: See under Nose 
Secondi, U. 

Structure and function of lamina propria of tym- 
panic membrane in various mammals, *170 

Seltzer, A. P. 

Newly designed paracentesis needle for use in 

aerotitis media, *672 
Semicircular Canals: See Ear, internal 
Septum, Nasal: See under Nose 
Serum: See Blood 
Shambaugh, G. E., Jr. 

Chronic progressive deafness and otosclerosis, 319 

Study of long term hearing results in fenestration 
surgery, *243 

Shapiro, S. I. 

Functional examination of hearing: summaries of 
bibliographic material available in field of oto- 
laryngology, 99 

Shuster, A. R. 

Brain abscess of frontal lobe complicating pansinu- 
sitis: report of case with operation and recov- 
ery, *655 

Shuster, B. H. 

Brain abscess of frontal lobe complicating pan- 
sinusitis: report of case with operation and re- 
covery, *655 

Sinus, Thrombosis: See Thrombosis 

Sinuses: See Frontal Sinus; Maxillary Sinus; Sphe- 
noid Sinus; etc. 

Sinuses, Nasal 

aerosels : sedimentation in interior of [Ladouce], 
316 


complications: intracranial, orbital and pulmonary 
{review by Salinger], 203 

diagnosis of diseases [review by Salinger], 202 

disease: nasal allergy associated with, 709 

infections: antibiotics and, 235 

= of: miscellaneous [review by Salinger], 
30 

nasosinusitis: rational therapy for common colds 
and, 603 

pain and headache [review by Salinger], 228 

pansinusitis: brain abscess of frontal lobe compli- 
cating: report of case with operation and recov- 
ery [Shuster & others], *655 

paranasal sinus disease: modern trends in diagno- 
sis and treatment with particular reference to 
allergic manifestations, 709 

physiology, pathology, bacteriology of [review by 
Salinger], 200 

oar: clinical and general [review by Salinger], 


therapy: nonsurgical [review by Salinger], 219 
therapy: surgical [review by Salinger], 216 


{ 
a 
| 
q 
| 


tumors: malignancy of, 602 

tumors: malignant of [review by Salinger], 209 

tumors: nonmalignant [review by Salinger], 213 

tumors: orbitoethmoidal osteoma [McKillen & 
Casey], *552 

tumors: unilateral pansinal mucocele simulating 
malignant neoplasm [Anthony & Williams], *189 

trauma: and treatment [review by Salinger], 229 


Sinusitis 
acute suppurative: pathology, 340 
hay fever, humidity and, 708 

Skin 
cancer : i pic guid 


Skull: See Cranium 
Smoke: See Larynx, smoker’s 


Societies 
American Broncho-Esophagological Association, 481 
American Laryngological Association, 481 
American Laryngological, Rhinological and Oto- 

logical Society, 481 

American Otological Association, 481 
directory of, 242, 352, 482, 606, and 718 
international: directory of, 606 and 718 
national: directory of, 242, 352, 482, 606 and 718 


in treatment, 714 


Society TRANSACTIONS 
American Laryngological Association, 340 


Sodium 
bicarbonate: observations about presumed action of, 
on otolithic crystals [Giaccai & Carle], *434 


Speculum: See Instruments 
Speech: See also Voice 
eustachian tube: action of mouth of during [Perl- 
man], *353 
hearing: psychophysiology of [Saltzman & Ersner], 
*182 


hearing and speech problems in children: observa- 
tions and use of elect phalography [Mar- 
cus], *134 
Sphenoid Sinus 
maxillary and [review by Salinger], 225 
Stereofluoroscope 
for removing pins from bronchi [Miller], *68 
Stokes, R. F. 
Submandibular flap, *285 
Stopple: See under Instruments 
Streptomycin 
chronic otitis media; therapy with mixture of gly- 
cerite of hydrogen peroxide, penicillin and [Vic- 
encio], *87 
laryngeal tuberculosis: therapy [Cody], *1 


Sublingual Glands: See Salivary Glands 
Sulfamylon: See under Ear, external; Otitis Media 
Surgery, Plastic: See Jaws; Nose, surgery; etc. 
Swallowing: See Deglutition 


Tamari, M. J. 
Roentgenologic demonstration of facial nerve canal, 
34 


Tantalum 
stainless steel wire mesh: reconstruction of orbital 
floor using [Ersner & others], *658 


Taylor, G. W. 
Treatment of pulmonary complications in neuro- 
surgical patients by tracheotomy, *386 
Taylor, H. M. 
Cochliomyia americana infestation in man, 346 
Technics: See Instruments 
Teeth 
dental deformities: anatomical basis for labyrin- 
thine disturbances resulting from, 703 
Temporal Bone 
petrositis; otitis media and complications [review 
by Dysart], 476 


petrous pyramid: fractures of: report of case with 
histological observations eight years after injury 
(Druss], *540 


Tetanus 
foreign body in nose as cause, 707 


Throat: See also Larynx; Tonsils; etc. 
allergy [review by MacQuiddy & Holyoke], 560 
diseases: harm of empirical approach in diagnosis 
[Lederer], *27 
hemorrhage: in ear, nose and, 711 
surgery: early ambulation in, 710 


Thrombosis 
lateral sinus: otitis media and complications [re- 
view by Dysart], 473 
sinus: atypical, 705 


Tinnitus 
management of, 704 


Tongue 
cancer: of root of, radium treatment, 716 
salivary gland tissue: aberrant, at base of, 599 
Tonsillectomy 
adenoidectomy, poliomyelitis and [Miller], *160 
bleeding: delayed, following removal of, 599 
hemorrhage: late secondary following: factors in- 
fluencing [Wright & Pray], *277 
poliomyelitis survey and: year 1949, 712 


Tonsils: See also Tonsillectomy 
hemorrhage: secondary, in relation to barometric 
pressure changes [Pearlman & Loewy], *527 
problem: otolaryngologist looks at, 598 


Trachea: See also Fistula 
diseases of bronchi and: peroral endoscopy [re- 
view by Clerf & others], 683 
tracheoplasty: peroral endoscopy [review by Clerf 
& others}, 697 
tumors: peroral endoscopy [review by Clerf & 
others], 694 
Tracheotomy 
pulmonary complications in neurosurgical patients, 
treatment by [Taylor & Austin], *386 
stopple and laryngeal cup forceps: two new in- 
struments [Bunker], *198 


Tremble, G. E. 
Distribution and comparison of nasal cilia, *483 
Tuberculosis: See also under names of diseases, 
organs and regions, as Larynx 
otolaryngeal: streptomycin in [Vadala], *421 
primary childhood: peroral endoscopy [review by 
Clerf & others], 692 
Tumors: See also Cholesteatoma; Neurinoma; etc., 
and under names of organs and regions, as Audi- 
tory Canal; Ear; Nasopharynx; Sinuses, Nasal; 
Trachea; etc. 
uncommon conditions in field of otolaryngology seen 
in office practice [Peele], *492 


Tympanic Membrane: See under Ear 


Ulcers: See Granuloma, and under names of organs 
and regions 


University of Illinois 
modified program, 349 


Utricle: See Ear, internal 


Vadala, A. J. 
Streptomycin in otolaryngeal tuberculosis, *421 


Vertigo 
aural: Méniére’s disease: allergy [review by Mac- 
Quiddy & Holyoke], 568 
aurai: Méniére’s disease: chronic progressive deaf- 
og and otosclerosis [review by Juers & others], 


3 
aural: Méniére’s disease: chronic progressive deaf- 
injections of hypertonic solution and distilled water 
in treatment, 236 


Vestibular Apparatus: See Ear, internal 


9 

4 

} 

| 

| | 

3 

4 


Vicencio, A. B. 
Treatment of chronic otitis ag with mixture of 
glycerite of hydrogen yein and 
penicillin, *87 
Vision: See Eyes 
Vitamins: See also Nutrition 
A: influence in certain types of impaired hearing: 
— loss due to nutritional deficiency [Lobel], 


v v 


Voice: See also Speech 
alaryngeal: therapy following laryngectomy: con- 
tribution, *77 
Volk, B. M. 
Primary aural cholesteatoma, *662 


Water 
distilled: injections of hypertonic solution and, in 
treatment of vertigo, 236 
Wattleworth, K. L. 
Tumors of larynx: review of 116 cases, *640 
Williams, H. L. 
Cholesteatomatous cysts secondary to incomplete 
removal of cholesteatomatous matrix, *147 | 
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Effect of cortisone on idiopathic granuloma of mid- 
line tissues of face, 345 

Histology and histogenesis of cholesteatoma of 
middle ear and mastoid, *41 

Unilateral pansinal mucocele simulating malignant 
neoplasm: report of case, *189 

Woodward, F. D. 

Surgical correction of cicatricial stenosis of larynx, 

43 


3 
Word Deafness: See Speech, hearing 
Wright. W. K. 
Bilateral contact ulcer granuloma following endo- 
tracheal anesthesia, *670 
Factors influencing late secondary hemorrhage fol- 
lowing tonsilloadenoidectomy, *277 


X-Rays: See Roentgen Rays 
Zygoma 


malar bone fractures: device for protection of de- 
pressed, following reduction [Lowenthal], *466 
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